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Message Text 


TAGS: OCON, OTRA, TBIO, SW, UK, GW 

SUBJECT: EDA REPRESENTATIVE INTERFACING WITH COUNTER- 
PARTS AND ATTENDING INTERNATIONAL SYMPOSIUM 


1. PDA ADVISES THAT MARION J.PINKEL, MD. ASSOCIATE 
DIRECTOR FOR NEW DRUG EVALUATION, BUREAU OF DRUGS WILL BE 
IN EUROPE MAY 27-JUNE 14, 1978. 

2. DR. PINKEL WILL CONFER WITH REGULATORY OPFICIALS IN 
ENGLAND AND SWEDEN RELATIVE TO CLINICAL GUIDELINES, IN- 
SPECTIONS, SCIENTIST EXCHANGES, POST-MARKETING SURVEILLANCE, 
PATIENTPACKAGE INSERTS AND OTHER DRUG REGULATORY TOPICS. 


3. DR. PINKEL WILL ALSO ATTEND THE SECOND INTERNATIONAL 
SYMPOSIUM ON PHARMACEUTICAL TECHNOLOGY AND WILL PRESENT A 
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SCIENTIFIC PAPER "COLORING AGENTS IN PHARMACY". 

4. ASSISTANCE OF EMBASSIES WILL NOT BE REQUIRED. CHRISTOPHER 
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